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The  Manson  Community  Methodist  Church  was 
organized  in  1915.  This  brick  and  frame  build- 
ing was  completed  in  1954,  using  a  portion  of 
the  original  structure.  Members  of  the  church 
and  community  volunteered  most  of  the  work. 

Manson,  Washington  is  located  on  the  north 
shore  of  beautiful  Lake  Chelan. 
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Why  don's  you  come  up 
and  see  us  sometime. 
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Earl  G.  Carver 
335  E.  Maple  Ave. 
Langhorne    PA  190^7 


